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Shen Yong 


Parts List 


A. 

Shen Yong Statue 

1 pc 

B. 

Round Tray 

1 pc 

C. 

Base 

1 pc 

D. 

Long Allen Head Screws 

2 pes 

E. 

Short Allen Head Screws 

2 pes 

F. 

Allen Head Wrench 

1 pc 


* Please make sure that you have all the parts indicated above before you begin assembly of this item. 

* This item should be assembled on a soft surface to prevent scratching the finish. 

* This product may require periodic tightening. 

Assembly Instructions 

1. Attach Base (C) Lay the Statue (A) on its back on a soft surface. Align the two pre-drilled holes of the Base (C) 
with the two pre-threaded holes on the bottom of the Statue (A). Secure with Short Allen Head Screws (E) using 
Allen Head Wrench (F). Do not overtighten screws. See illustration. 

2. Attach Round Tray (B) Place Statue (A) upright. Place the Round Tray (B) on the hands of the Statue (A). 
Secure with Long Allen Head Screws (D) using Allen Head Wrench (F). Do not overtighten screws. See 
illustration. 

CAUTION: This table is intended for light use only. This table is NOT designed to hold excessive weight or to 
be used as a seating surface. Improper use may result in damage to the table and/or bodily injury. 


D 



Page 1 of 1 


Rl-4-6-04 


